BILL NO. S-72-06-0^ 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving a contract between 
City of Fort Wayne, Indiana and National 
Loss Control Service Corporation under 
which said corporation is to provide 
certain Fire Protection Services. 

WHEREAS, National Loss Control Service Corporation 
(hereinafter referred to as "NATLSCO") is a corporation engaged 
in the business of rendering professional fire protection engineer- 
ing services, in the course of which business, it has provided 
municipal fire protection services for a number of cities; and 

WHEREAS, NATLSCO has submitted to the City of Fort 
Wayne, Indiana, its "Proposal for Fire Protection Study for the 
City of Fort Wayne, Indiana" dated April 26, 1972; and 

WHEREAS, it would be the objective of such study to 
". . . formulate a workable plan for restructuring, where [ 

necessary, the Fort Wayne Fire Department. This restructuring 
would include an evaluation of the number and locations of fire 
stations and fire companies , equipment complements , personnel 
levels and related operations in addition to other activities 
normally associated with a fire department. The level of fire 
protection with respect to fire insurance rates (grading classifi- 
cation) will be estimated and costs and savings will be computed."; 
and 

WHEREAS, within the near future, the City of Fort Wayne, 
Indiana can expect to be studied by the fire insurance industry 
for the purpose of reviewing the City's rating classification for 
fire insurance purposes ; and 

WHEREAS, prior to the commencement of such study it is 
desirable that the City of Fort Wayne, Indiana be provided a cur- 
rent assessment of the fire protection situation existing in the 
City; and 


WHEREAS, the City of Fort Wayne, Indiana is desirous 
of entering into a contract which would carry out the purposes of 
the aforesaid "Proposal for Fire Protection Study for the City of 
Fort Wayne, Indiana." 

NOW THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That the Common Council of the City of Fort 
Wayne, Indiana hereby approves a certain contract between the City 
and NATLSCO under which NATLSCO will undertake and complete a fire 
protection study as outlined in its aforesaid "Proposal for Fire 
Protection Study for the City of Fort Wayne, Indiana" which study 
shall include the following: 
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1. Evaluation of Existing and Projected Future 
Land Use. 

2. Evaluation of Required Fire Flows and Life 
Safety Demands. 

3. Evaluation of Distribution of Fire Stations I 

and Companies within the City. 

4. Evaluation of Fire Department Manpower Needs. 

5. Evaluation of Fire Department Training Program. 

6. Evaluation of Apparatus Needs and the Purchasing 
and Maintenance Programs . 

7. Evaluation of Fire Service Communication and 
Street Alarm System Needs. 

8. Evaluation of Fire Prevention Bureau. 

9. Review of City's Fire Insurance Rating 
Classification. 

10. Improvement Program. 

SECTION 2. That said contract be for an amount not to 
exceed $23,500.00, unless increased costs are authorized in advance 
by mutual written approval and are further approved in advance by 
the Common Council of the City of Fort Wayne, Indiana. 

SECTION 3. That said contract shall contain among other 
things, provisions for equal employment opportunity and methods of 
payment . 

SECTION 4. This Ordinance shall be in full force and 
effect upon its passage and approval by the Mayor. 
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